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Exhibit No, __59e1 To Contract HF CT a6 92 


Date; September 17, 1958 


mA. wa: The Firewel Co 


. 25X1A9a 
(Contracting Officer) 
sinner Ts sadaaiaabtanaati Manica agitniisanaaniscasadl 
ften Part 
oe Neo, Nomenclature Qty. Unit Price Tetal Price Sa 
| F1263 Charging Valve 28 $4.27 $119.56 
2 F257805 Check Valve 28 $11.23 $314,44 
3 F2050—2 Reducer 28 $62.82 $1,758.96 
4 F260 9—1 Clamp Cover 56 04 2.24 
5 F2609—2 Clamp Cover 224 204 8,96 
6 F2400-6 Regulator 36 $345.72 $12,445.92 
Delivery: August 15, 1958 
Prices are fair and reasonable and this ( 


Exhibit is hereby approved, 
tra ter warrants prices cenform to the 
Sereuls in effect on date of this 


.. 14 650.08 Pee ac. 
SIGNED: 
oe oes 25X1A5a1 
(Contracting Officer) SIGNED: esa ikl 8 
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